PLATE   3A

, corpuscles mixed with compatible seruin;   2, agglutination of corpuscles
caused by incompatible serum.

PLATE   SB
Section of a lobule of the spleen. 1, capsule; 2, branch of splenic artery;
3, Malpighian corpuscle; 4, vein; 5, splenic pulp showing blood sinuses (semi-
diagrammatic;.